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SUBJECT: HEALTH CARE TECHNOLOGY TSS 

1 . EXCEPT FOR UNEXPECTED LAST MINUTE CHANGES THE FOLLOWING 
FIRMS AND INDIVIDUALS WILL CONSTITUTE THE SUBJECT SEMINAR. 

2. ADVANCE OFEICER AND COORDINATOR, HARRY STRINGER, USDOC. 

3. CHAIRMAN, DR. JAMES ERICKSON, DIRECTOR, PUBLIC HEALTH 
HOSPITAL, SEATTLE, WASHINGTON. 

4. ADVISOR OBSERVER, DR. RICHARD B. UHRICH, ASSOCIATE DIR- 
ECTOR, OFEICE OF INTERNATIONAL HEALTH HEW. 

5. KAISER FOUNDATION INTERNATIONAL, HENRY M. KAISER, PRES- 
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WITH HEALTH CARE MANAGEMENT SYSTEMS, CONCEPTS, AND STUDIES 
TO DETERMINE NEEDS AND TYPES OF HEALTH SYSTEMS REQUIRED. 

6. ELLERBE ARCHITECTS INC, DONALD NELSON, PRESIDENT TITLE 

OF PAPER ARCHETECTURAL ENGINEERING APPROACH TO SMALL HOS- 
PITAL AND OUTPATIENT FACILITY DESIGN. 

7. HALEN ELLIOT INSTRUMENT CORPORATION, STEVE RATHKOPF, 
MANAGING DIRECTOR WILL DISCUSS COMPUTER UTILIZATION FOR 
COST ANALYSIS AND LIFE CYCLE FEASIBILITY STUDIES. HALEN 
ELLIOT IS FORMING A COMPLETELY SEPERATE CORPORATION 
WHICH WILL COVER THIS PHASE OF THEIR OPERATION. THE NAME 
OF THE NEW CORPORATION WILL BE FORWARDED AS SOON AS AP- 
PROVAL IS RECEIVED FROM THE STATE. 

8. MEDICAL ENGINEERING CORPORATION, FRED BROOKS, EXCUTIVE 
VICE PRESIDENT, WILL DISCUSS RECONSTRUCTIVE AND COSMETIC 
SURGERY. THIS FIRM ALSO DESIRES TO SCHEDULE A SEPERATE 
MEETING FOR SURGEONS WHO SPECIALIZE IN SUCH ACTIVITIES. 

9. HEWLETT PACKARD, TED O'GREY, SALES SUPPORT ENGINEER 
FOR EAST AREA, WILL DISCUSS CRITICAL CARE AND PATIENT MON- 
ITORING UNITS. 

10. DENTSPLY, BRUCE ADAMS, PRESIDENT, WILL DISCUSS EMER- 
GENCY DENTAL CARE TECHNIQUES AND PROCEDUES WITH EMPHASIS 
ON SMALL CLINIC OPERATIONS. THIS FIRM MAY ALSO DESIRE AD- 
DITIONAL CONFERENCES WITH THE AUDIENCE LIMITED TO PERSONS 
IN THE DENTAL PROFESSION. 

11. HODGES X-RAY INC, JAMES J. HODGES, PRESIDENT, WILL DIS- 
CUSS THE DEVELOPMENT OF X-RAY MACHINES EMPHASIZING SPEC- 
IALIZED DESIGN CONCEPTS FOR LOW COST OPERATION AND MAIN- 
TENANCE AND EFFECTIVE OPERATION. THERE UNITS ARE IDEAL FOR 
RURAL OPERATIONS, CLINICS, OUTPATIENT AND MOBILE UNITS. 

12. WE WILL FORWARD DATA FOR THE CATALOG AND COMPLETE PA- 
PERS AS SOON AS POSSIBLE. INGERSOLL 
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